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Abbreviations: N.D. - Not Detected By Method Used I.S. - Insufficient Sample 
Comments: -A, -B and -c suffix denotes multiple determinations per sample 

Sample Preparation: All 4 samples generated heat detectable on the Robot Coupe 
Bowl. Also, all 4 samples produced condensate on the Robot Coupe lid. 

-A, -B, and -C suffix denotes triplicate analysis. CDC nicotine was done in 

triplicate and other analyses were done In duplicate. 

OVA was determined before sample preparation 

Sample prep: Robot Coupe grinding 3 minutes at 2000 rpm. 

Sample Description Analytical Sample Preparation 
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The value reported for Nicotine by CDC procedure is weight % nicotine. The value 
is the result reported by the HP Chemstatlon and has not been corrected for recovery 
or cigarette weight 
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